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“RM {Se Repetitive Manufacture—is becoming a 

designation of increasing importance in the 
purchase of power transformers, unit substations, and 
switchgear, and even mobile substations. General Electric 
applies it to those types and ratings that are so widely 
applicable—and so well-accepted—that we can build 
them repetitively. 

In these wartime days, we sometimes receive a single 
order which, of itself, proves the case for repetitive manu- 
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REPETITIVE MANUFACTURE 





G-E mobile unit substation (2500-kva) of the 
type you can order “‘right out of the catalog”, 





facture. In building the equipment to a standard design, 
we accomplish important savings in engineering time for the 
buyer, and in production time at our plants. Uniform operat- 
ing practices are easy to establish; costs of maintenance and 
of stocking spare parts are sure to be low. 

As you plan your future purchases of heavy power 
apparatus, let us work with you along this route toward 
lower investment and operating costs. General Electric 
Company, Schenectady 5, N. Y. 
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Buy all the BONDS you can—and keep all you buy 
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Senate Launches Debate 
on Williams’ Nomination 


Administration Leaders Fail to Deter Action on REA Head—FPC and 
SEC Appropriation Cuts Restored—Senator Russell, Georgia, Intro- 
duces Bill for Savannah Valley Authority Organized along lines of TVA 


The Senate launched into bitter de- 
bate this week on the nomination of 
Aubrey Williams to the administrator- 
chip of the Rural Electrification Ad- 
ministration as administration leaders 
filed in an attempt to defer action on 
the matter, pending since February 2, 
until action has been taken on the con- 
troversial Mexican water treaty. 

The debate on Williams’ nomination, 
which threatened to occupy several days, 
came after: 

1. The Senate restored appreciable 
portions of the cuts its Appropriations 
Committee had made in the appropria- 
tions for the Federal Power Commission 
and the Securities and Exchange Com- 
mission for the fiscal year ending June 


Bill and declared he would introduce 
separate legislation requiring every 
government-owned agency to turn all its 
revenues into the treasury and get its 
operating funds directly from appropri- 
ations. 

The fight on Williams’ nomination oc- 
cupied almost the full session as the 
Senate convened after a week-end re- 
cess. After considerable debate, anti- 
administration forces in the Williams 
case won a 52-33 vote on a proposal to 
defer consideration of the Mexican 
water treaty and take up the Williams 
nomination. 

Sen. Scott Lucas, Illinois Democrat 
and strong administration supporter, 
opened the debate on Williams’ con- 
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tee hearings. Throughout his lengthy 
address, Lucas tilted with McKellar. 
The extent of the difference between 
pro-Williams senators and those op- 
posed to the nominee was indicated by 
the bitter words and the parliamentary 
maneuvering which interspersed the 
hours-long debate. 

Lucas closed his address—‘“for to- 
day”’—with the statement that: “If 
Aubrey Williams shall be defeated, it 
will not be because he is not qualified, 
it will not be because he is not compe- 
tent and honest, not because he does 
not believe in the divinity of Christ, no, 
it will be because of prejudice and 
politics.” 

As the Williams debate went into its 
second day, Sen. Raymond E. Willis, 
Indiana Republican and one of the Ag- 
riculture Committee members who voted 
adversely on confirmation, took the floor 
against the nominee. 


Calls Williams City Man 


Willis said Williams’ city boyhood 
and young manhood demonstrated that 
he had no rural background for the 
REA position. He asserted that business 


aa %, 1946. FPC was raised to $2,072,000 firmation by asserting that opponents experience is necessary to management 
aie from $1,818,466, and SEC to $4,017,250 of the former deputy director of WPA of REA, and declared that Williams’ 
| from $3,900,000. The Independent Of- and director of the National Youth Ad- only such experience was during his 
and fces Bill then was passed and sent to ministration had failed utterly before youth when he managed a department 
Conference Committee. the Agriculture Committee to demon- of a men’s store. 
wer 2. Sen. Richard Russell, Georgia strate that Williams was not competent To do the best job for REA, Willis 
‘ard Democrat, introduced a bill which enough for the REA job. went on, its administrator should be a 
ctric would create a Savannah Valley Auth- Lucas then charged bitterly into the man Congress could trust. After his long 


ority almost exactly along the TVA 
lines. The proposed agency would have 
jurisdiction over the Savannah River 


# 2nd its tributaries. The Savannah River 


t 
‘ 


rms the boundary between South Car- 
olina and Georgia from Elberton, Ga., 
to the Atlantic at Savannah, a distance 
of about 250 miles. 

3. Sen, Kenneth McKellar, Tennessee 
Democ rat, dropped his attempt to force 
the payment of all TVA revenues di- 
rectly into the Treasury by amending 
‘ne Independent Offices Appropriation 


contention that Williams was a Com- 
munist. He attacked the records of the 
former “Dies Committee.” from which 
McKellar quoted liberally during the 
hearings to prove that Williams was a 
Communist, and read into the record the 
backgroune of J. B. Matthews. former 
investigator for the Dies Committee. 
and that of Joseph Kamp, publisher of 
a paper on which Sen. Harlan Bush- 
field, South Dakota Republican, had 
based certain of his arguments against 
Williams during Agriculture -Commit- 


record in government such is not the 
case with Williams. 

Taking up the charges of Commun- 
ism, Willis declared that Williams. al- 
though not a party member, associated 
with and praised avowed Communists. 
Williams, the Indianan went on, holds 
the belief that the United States is 
“through” and that no opportunity ex- 
ists for many of its youth. These ideolo- 
gies, Willis said, would ruin the coun- 
try. and should not be tolerated in any 
federal officer. 
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President Requests 
$4,480,000 for MVA 


Declaring that “the proposed work 
will not interfere with the conduct of 
the war,” President Roosevelt asked 
Congress this week to appropriate $4,- 
480,000 to the Interior Department for 
preparation of Missouri River develop- 
ment plans. 

The President disclosed also that 
provision is being made in the War De- 
partment’s Civil Appropriation Act for 
an appropriation enabling the Corps of 
Engineers to draw up plans for its part 
of the Missouri River’s initial develop- 
ment. 

Appropriations of $200,000,000 for 
each agency were authorized in the 
Flood Control Bill passed last Decem- 
ber, the funds to allow development of 
the initial stage of the Missouri River 
plan. 

Emphasizing that the plans will be 
applicable no matter who ultimately de- 
velops the river, the President said: 

“This estimate includes funds only 
for the work preliminary to actual con- 
struction of projects and must be per- 
formed irrespective of whether construc- 
tion of the projects in the basin is ac- 
complished by a valley authority or 
other agencies. In my judgment, the 
proposed work will not interfere with 
the conduct of the war.” 

Most of the requested Interior ap- 
propriation will go to the Reclamation 
Bureau. 

Budget Director Harold D. Smith. in 
recommending the appropriation, said 
that mapping. stream gaging and other 
investigations must proceed, and plans 
and specifications be drawn in order to 
prepare the Missouri Valley for inclu- 
sion in the federal post-war public 
works program. 

Meanwhile, Sen. John Overton, 
Louisiana Democrat and chairman of a 
subcommittee of the Commerce Com- 
mittee. declared that hearings on the 
flood control and navigational phases of 
the Missouri Valley Authority Bill 
would open April 16. The MVA Bill. 
introduced by Sen. James E. Murray. 
Montana Democrat. will be considered 
by the Irrigation and Reclamation. and 
Agriculture Committees after the Com- 
merce Committee ends its hearings. 


Louisiana Seeks Rate Cut 


An immediate investigation of ele 
tric, gas. and telephone rates in Louisi- 
ana with the idea of reducing them in 
an amount equal to the excess profits 
tax paid to the Federal Government 
by the utilities has been voted hy the 
Public Service Commission. 





THIS WEEK'S NEWS BRIEFS 


First GIRL TRANSFORMER DESIGNER 
at the Pittsfield, Mass., plant of Gen- 
eral Electric Co. is Dorothy Heiden- 
reich who joined the company in 1942, 





She is shown with one of the trans- 
formers. 10 feet high and weighing 
6,400 pounds, which she designed for 
the Kentucky Utilities Co. 


TWO THOUSAND FAMILIES used Hart- 
ford Electric Light’s appliance trading 
post in its first year of service, 693 items 
being sold, 299 scrapped for old iron in 
return for War Stamps, with 92 on the 
available list at the end of this period. 
Most urgently needed appliances now 
are ranges, refrigerators, washers, broil- 
ers, toasters, irons and mixers. 


METER READERS ARE THE SAME every- 
where. In the Aachen sector on the 
Western front, a civilian came to the 
American command post located in a 
recently captured house, and demanded 
to be allowed to read the meter. A major 
examined his credentials and found he 
had permission to bicycle from Eupen 
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to read meters for a German pow:r ap 
light company. The Americans a) |lowed 
him to go ahead with his work an 
watched him solemnly pedal away sq 
isfied that his work was done. 


Success OF THE ARKANSAS Povey 
& Light Co. in its struggles with ¢ 
operatives for territory may be partly 
explained by the following inciden 
reported by an attorney for the com 
pany who overheard two rural neigh 
bors discussing electric service. 

“Let’s don’t form a rural co-op; 
Let’s let the power company build oy 
lines.” said one. 

“Why?” said the other. 

“Because we can’t sue a co-op, and 
we can the power company,” was the 
explanation. 


ANOTHER REASON FOR TAXING the 
user of electricity is advanced in North 
Carolina. A trustee of the University 
of North Carolina wants a one-tenth 
of a cent tax levied on each kw-hr. 
of power bought, the money to be used 
for the educational system of the state 
with especial direction toward the es. 
tablishment of a four-year medical 
school and a modern hospital at the 
university. 


PuBLIC UTILITY common and pre. 
ferred stocks are popular with invest 
ment companies. A study by the Na- 
tional Association of Investment Conm- 
panies shows that at the end of 1944. 
7.8 percent of the total assets of 3) 
major investment companies was in 
this classification, the largest single 
class of investments by such companies 


To spreep B-29’s needed for raids on 
Tokyo. the lighting division of Genera! 
Electric’s River Works at Lynn. Mass 
recently assembled 18 rectifiers in eight 
days in response to a rush demand 
from the Glenn L. Martin Co. Normally. 
this job would take two to three weeks 


COMMON STOCKHOLDERS of the Idahy 
Power Co. live in all states of the Unior 
except Arkansas, Louisiana, New Mex- 
ico, and Oklahoma. The 450,000 shares 
of common stock are held by 4.317 pet 
sons, all residing within the United 
States with the exception of two 
Alaskans. 

Frankrort, Ky., ELEcTRIC and 
Water Plant Board wants to retire 
some of its bonds and save interest, but 
the bondholders won’t sell. The bonds 
are not callable until July 1, 1946 and 
then only at a premium. 
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8 Civilian Goods Shortage 
to Continue during War 


Continued German Resistance Will Increase Shortages Especially 


those of Steel and Lead—1945 Production Program Higher Than That 


The renewed drive for war produc- 
ion which followed the failure to end 
the European war last fall has already 
hit certain civilian supplies hard and 
vill hit an increasing number very hard 
ter this year if the Germans continue 
in the war. 

Under the program now mapped out, 
xcording to a high government official. 
eerything requiring basic materials, 
particularly steel or lead, stands to be 
hit harder and harder the longer the 
Germans continue in the war, necessitat- 
ing production on these schedules. The 
145 production job, it was pointed out, 
sims at war production valued at $66,- 
(),000.000, an increase of $2,300.000.- 
0 over that of 1944, and much of it 
on products which require. appreciably 
more man-hours of labor than the equiv- 
alent dollar value of products in last 
vars production schedule. The 1945 
program was described by this official as 
“ar more dificult than anvthing we 
have ever attempted before.” 


Basic Economy Stripped Bare 


The production picture was described 

having changed markedly from 
that of several months ago, when the 
pressure was concentrated on a few 
critical programs and when it was rea- 
woned that the pressure could be re- 
lieved safely by digging heavily into in- 
ventories and stockpiles so long as the 
programs were brought up to par. This 
urse was followed and the critically 
needed material was produced, but in 
doing it. “The basic economy was 
‘tripped bare.” 

The present situation thus finds mili- 
lary requirements biting into civilian 
production of such items as work clothes 
and gloves. some children’s clothes, 
ieavy underwear, shoes, tires and re- 
pair parts of all kinds. 

\dding to the complexity of the sched- 
led 1945 war production program are 
such tasks as the substitution of B-29 
aircraft for B-17s on several produc- 
tion lines and a rather extensive “re- 
engineering” of radar production. Jet 
planes. all of whose problems are by 
no means solved, must be perfected to 
the point at which they can be thrown 
into the European war if it goes on 
much longer. These and other similar 
problems are complicating war produc- 
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of 1944 Despite Manpower Shortage—New Reconversion Plan Limited 


tion, which must be raised 10 percent 
between now and June. 

Effect of the necessary increases in 
war production is to distract the whole 
basis of war production, including such 
ostensibly unrelated items as textiles 
and lumber as well as metals. While in- 
creased goals must be met, less men are 
available than during the 1943 and 1944 
production peaks. Steel, under the im- 
pact of the heavy artillery ammunition 
program and others, is now as critical 
as it ever was. Lead stockpiles are 
termed perilously low, but a_ recent 
Army-Navy demand that they sink no 
lower had to be rejected when WPB 
was warned that civilian transport 
would be staggered if more than one- 
third of the existing stockpile was not 
made available for automobile batteries 
and gasoline. The growing lumber and 
textile shortages, in the opinion of one 
well-informed WPB official, may cause 
even greater civilian difficulty than steel 
or lead if the situation runs too long 
without relief. Manpower, of course, 
is the answer to each of these shortages. 
but the answer to the manpower short- 
age has not yet developed on any great 
scale. 

While WPB is unwilling to set a date 
for the end of the German war and 


shape its plans toward such a date until 
the Army and the Navy say it is safe 
to do so, WPB is hardly unprepared for 
whatever reconversion will come at that 
time. The latest Army figures on V-E 
Day production cuts indicate that, al- 
though they will be smaller and more 
gradual than those projected last sum- 
mer and fall, they will allow sufficient 
reconyersion “to get us a little ready for 
the end of all war.” 

As now planned, the first reconver- 
sion step will be to provide the basic 
necessities of those industries which 
employ numerous people and whose 
production entails considerable time 
lag. The next step, and perhaps one of 
equal importance, will be to provide 
those civilian goods which have been 
unobtainable for some years and which 
are regarded as necessities for mod- 
ern living. The construction indus- 
try will have to have its pipeline filled. 
All of these steps, directly or indirectly, 
favor the electric utility industry. 

The last thing WPB officials are wor- 
rying about when V-E Day arrives is 
unemployment. The “aggregate de- 
mands” of foreign and domestic pur- 
chasers. it is believed, are so great that 
all people who want jobs can be kept 
working as long as Japan remains at 
war. 
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Union Electric Co. Granted 
Franchise for 20 Years 


University City. Mo., has granted 
Union Electric Co. of Missouri a 20- 
year franchise effective as of December 
20, 1944. As a franchise tax the com- 
pany must pay two percent of its gross 
revenue to the city. 





MODEL INSPECTION—Col. John Mather, commandant Watertown Arsenal, one of 
Boston Edison's largest industrial customers, visits the utility's principal store in the 
Hub, where scale models of varied ordnance equipment manufactured at the Arsenal 
were displayed to show the public products of vital military importance in the war 
effort. John J. Caddigan, left, assistant vice-president, and Thomas Carens, vice- 
president, join the colonel in a tour of the exhibit, which attracted a large number of 


visitors to the Edison building 
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FPC Head Denies 
Usurpation Charge 


Answers Maltbie, New York P.S.C. 
Chairman, with Explanation of 
FPC Powers over Gas Utilities 


Charges by Milo R. Maltbie. chair- 
man of the New York Public Service 
Commission. that the Federal Power 
Commission is attempting “to usurp 
power over intrastate commerce,” 
(EvectricaL Wortp, January 20, Page 
124), have been denied by Basil Manly, 
FPC chairman, in a letter to Mr. Malt- 
bie which was made public recently by 
the sender. 

The controversy arose when FPC 
acted to assert jurisdiction over the ac- 
counting practices of seven New York 
natural gas companies. Three of these, 
Pavilion Natural Gas Co., Southern Tier 
Gas Corp., and New York State Elec- 
tric & Gas Corp.. Chairman Maltbie de- 
clared are purely intrastate companies 
and therefore not subject to the pro- 
visions of the Natural Gas Act. 

In his letter, Mr. Manly declared that 
information filed with the FPC by the 
three companies in question and two 
other New York companies shows that 
all are engaged in both the transporta- 
tion of natural gas in interstate com- 
merce and the sale in interstate com- 
merce of natural gas for resale for ulti- 
mate public consumption. The two 
remaining companies are engaged in 
the transportation of natural gas in 
interstate commerce. 


Gives Supreme Court Ruling 


“It is. of course, immaterial whether 
the companies in question ‘operate ex- 
clusively within the state of New York’, 
as you (Mr. Maltbie) put it. If by this 
is meant that the facilities are located 
wholly within the State, the Supreme 
Court has unanimously held that this 
commission (FPC) has jurisdiction 
under the Natural Gas Act if the corpo- 
ration is engaged in the transportation 
of natural gas in interstate commerce or 
the sale in interstate commerce of such 
gas for resale even though all its facili- 
ties are located within the State receiv- 
ing the gas. 

“Likewise. the fact that all of the 
companies concerned, except Southern 
Tier Gas Corp., are also engaged in the 
local distribution of gas does not re- 
move them from the jurisdiction of this 
commission (FPPC). although it does 

fford a basis for vour (N.Y.P.S.C.) ex- 
ercise of exclusive regulatory authority 
wer their vp 


Mr. Man! 


ion of the Federal Power Commission 


ely intrastate rates.” 


vy denied it was the inten- 


to interfere with intrastate rates or with 


inv state regulations 


CONSTRUCTION MODELS—Executives of Detroit Edison Co., above, examine one 
of the models used by the company’s overhead lines department to study methods 
of line construction. Left to right are: Roy T. Duncan, commercial supervisor: Edward 
T. Gushee, assistant to the president; A. D. McLay. vice-president and sales manager; 
James W. Parker, president and general manager and P. J. Savage, vice-president. 
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Harvey H. Jackson, overhead lines department (with pointer), demonstrates the 
model. The exhibit was shown at a recent company Power Club meeting 





Legislature Studies 
Omaha Power Bills 


In committees of Nebraska’s uni- 
cameral legislature last week rested the 
future of the Nebraska Power Co. 

Despite pleas of Governor Dwight 
Griswold that the legislature drop con- 
sideration of all bills affecting the 
Omaha power situation and give Omaha 
an opportunity to work out public 
ownership of its power properties under 
LB204, hearings were held on two bills 
introduced by Senator C. Petrus Peter- 
son. 

The bills are LB298 which would 
enable the Metropolitan Utilities Dis- 
trict to acquire the power properties 
by negotiation or condemnation; and 
1.B297 which would amend SF310, the 
general Nebraska public power law, to 
prevent the new owners of Nebraska 
Power from forming an Omaha public 
power district. 

New owners of Nebraska Power have 
declared that they prefer to form an 
Omaha Public Power District under 
SF310 as the  constitutionality of 
1.B204 remains to be tested. 

Two other members of the Peoples 
Power Commission, formed under LB 
204 but long inactive under an injunc- 
tion which was only recently dissolved, 
have resigned in the hope that their 
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resignation would help speed the trans- 
fer of Nebraska Power to a public 
agency. The members resigning were 
Gerald Collins and Edward F. Leary 
There are now five vacancies on the 
nine-man commission. Mayor Dan 
Butler, foe of both the old and new 
Nebraska Power Co., has the power o! 
filling the vacancies. 

By mutual agreement, the Nebraska 
Power Co. suit for a temporary 
junction to prevent the City of Omaha 
from enforcing its resolytion to cance 
the utility’s franchise has been 
tinued indefinitely. A temporary 
straining order against the city remains 
in effect. 


Quebec Hydros Displace 
Coal From Nova Scotic @ 


Increased electric power installations 
in Quebec are likely to displace eventu: 
ally 900,000 tons of coal a year, T. L 
McLanders, general manager of coal 
sales for the Dominion Steel & (0a 
Corp., recently told the Royal Commis 
sion investigating the Canadian 002 
industry. 

Of the 2,000,000 hp. installed in the 
past four years, 1,762,000 were 1 
Quebec, an important market for Nova 
Scotia coal. 



















































Supreme Court Will 
Hear Okin vs. SEC 


case Will Determine Extent to 
Which Stockholder Who Differs 
wih Management May Litigate 


The Supreme Court has agreed to 
review a Circuit court decision against 
the Securities and Exchange Commis- 
sion which grew out of a move by 
Samue! Okin, a minority stockholder 
of the Electric Bond & Share Co., to 
halt a transaction between E. B. & S. 
and its supsidiary, American & For- 
eign Power Co. 

At issue in the case is the extent to 
yhich a stockholder who disagrees with 
the management of his company may 
litigate an issue as to what the cor- 
poration may do or be required to do. 

In asking high court review, SEC 
asserted that the case is a “facet” of 
the case pending between another E. B. 
& S. subsidiary, American Power & 
Light, and SEC. The Okin vs. SEC 
case will be argued in conjunction with 
the A. P. & L. vs. SEC case. 


Okin a “Person Aggrieved”’ 


Okin sought to halt an SEC-approved 
transaction whereby A. & F. P. settled a 
$35,000,000 note held by E. B. & S. 
by paying $5,000,000 cash and issuing 
E. B. & S. $30,000,000 worth of new 
notes at a lower interest rate than that 
called for in the earlier note. After 
SEC approved the transaction on Janu- 
ary 22, 1944, Okin, on March 22, 1944, 
sought review of the order in the Second 
Circuit Court as a “person aggrieved.” 
SEC moved to dismiss Okin’s review 
petition on the ground that he was not 
a “person aggrieved” and that his peti- 
tion was “frivolous.” It sent no record 
to the circuit court which held Okin 
to be aggrieved and held that it could 
not determine whether his petition was 
“frivolous” without seeing the record. 
SEC then submitted a second petition 
for dismissal of Okin’s review petition 
on the ground of frivolity, submitting 
with it a. portion of the record. It 
asked that if Okin’s petition be not 
dismissed, its own order be summarily 
airmed. The circuit court denied this 
petition as well, leading SEC to ask 
the Supreme Court to review the cir- 
cuit court’s refusal. 

In its brief asking high court review 
of the matter, SEC argued that the 
transaction did Okin, as an individual 
stockholder, no injury. Thus, it went 
on, when Okin seeks review, his rights 
ie “derivative” only, and any litiga- 
ton on his part must be brought under 
the rules for “derivative actions.” 

“Essence of the derivative rule.” 
SEC’. brief continued, “is that a share- 


holder can supplement the directors 
in their exclusive control of the business 
of the corporation only when he can 
show that an action of the directors, 
or their failure to act, amounts to fraud, 
or a breach of trust or duty.” 

No such action on the part of E. B. 
& S. directors has been shown, SEC 
argued, adding that the “mere fact” 
that the Holding Company Act pre- 
scribes administrative standards for the 
protection of investors “does not render 
a person aggrieved just because he 
disagrees with the business policies” of 
his company. The derivative action 
rule, SEC declared, protects investors 
where no individual damage can be 
shown. 

SEC is also arguing the technical 
question of whether the circuit court 
may require submission of the record 
before deciding whether an action be- 
fore it is frivolous. 


O. L. Hooper Named Chief 
of OWU’'s Fuel Branch 


QO. L. Hooper has been named chief 
of the fuel and allocations branch of 
the Office of War Utilities succeeding 
Alexander Macomber, who will devote 
full time to OWU’s gas division here- 
after. 

Hooper was made deputy chief under 
Macomber in May, 1944, when William 
A. Lyons resigned to become assistant 
to the president of the New York State 
Electric & Gas Corp. 

Clifton B. Gleaves. who was brought 
in recently from the coal industry to 
serve as consultant on fuel problems 
for the gas division and the power 
division, was named deputy chief of the 
fuel and allocations branch. 


Northwest Interests 
Oppose CVA Plan 


State Government Bodies and 
Business Groups Skeptical of 
Moves of Federal Government 


Administration plans for the creation 
of a Columbia Valley Authority met a 
wall of strong opposition last week as 
50 representatives of five Northwestern 
states, meeting in Spokane, Wash., lined 
up solidly against the proposal. 

At the meeting were delegates from 
state reclamation associations in Ore- 
gon, Washington, Montana, Idaho and 
Wyoming and _ influential business 
groups whose speakers declared they 
were “weary and wary of increased 
governmental power.” Resolutions 
adopted during the sessions vigorously 
opposed passage of U. S. Senate Bill 
460, offered by Senator Mitchell, Wash- 
ington Democrat, and described by him 
as “a tool for reemployment.” 

The resolutions opposed both Senator 
Mitchell’s bill and the Rankin bill pro- 
viding for creation of nine conservation 
authorities with the proposed CVA as 
an integral part thereof. 

The ever-touchy subject of states’ 
rights was injected into the picture 
when delegates to the meeting incorpo- 
rated into their resolution the objection 
that “the proposed legislation will not 
adequately safeguard the rights of 
states affected. or protect the vested 
rights acquired under the laws of the 
state. . - 

The stand of strong business groups 
was summed up by Arthur L. Ganson, 
manager of the State Development De- 
partment of the Seattle Chamber of 
Commerce, who declared that creation 
of the Authority would serve to “usurp 





BROTHERS GET 50-YEAR PINS—John and Jay Swank receive pins from C. L. Proctor, 
president and general manager of the Toledo Edison Co. John, flat rate foreman in 
the Street Lighting Departmént, actually has been on the company payrolls for 
nearly 52 years. Because of the incompleteness of records in those days, the exact 
date cannot be determined; but it was about two years before January 6, 1895 when 
he secured a job for Jay who works in the Transformer Department 
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administrative functions of and replace 
Federal and State agencies that are 
already doing a good job in the devel- 
opment of Columbia River resources.” 

A resolution presented by the Seattle 
Chamber of Commerce expressed deep 
concern and chagrin at the power that 
would be invested in the Authority 
and the Secretary of the Interior. 

One of the sponsors of the resolution 
flatly declared that “many Northwest 
industrialists are weary of being told 
by Mr. Ickes how much timber we shall 
cut, how much of our minerals shall be 
tied up in national parks. and how 
much of Alaska we must give back to 
the Indians.” (The latter remark refers 
to the aboriginal fishing. land and min- 
eral rights claimed by Indians in 
Alaska and the creation of territorial 
reservations). 

Another resolution adopted at the 
meeting urged that: 

(1) The subcommittee of the CVA 
bill hold a Congressional hearing within 
the Columbia Basin at such time that 
the committee is able to do so. 

(2) They. in opposition to creation 
of a CVA. favor “development of land 
and water resources by the Army Corps 
of Engineers, the Bureau of Reclama- 
tion and the Department of Agriculture. 
along with the duly authorized agencies 
of states concerned.” 


Valdez Replaces Gage 
on New Mexico P.U.C. 


Robert Valdez, former state corpora- 
tion commissioner. has succeeded 
Howell Gage as a member of the New 
Mexico Public Utilities Commission. 
Gage. a former sheriff of Eddy County. 
is now warden of the state penitentiary 
at Santa Fe. 


FLUORESCENT LIGHTING AND ELECTRONICS CLASS—Two classes, one with an enrollment of 174, the other with 69. care 
studying fluorescent lighting and electronics in a weekly class sponsored by the Electrical League of Youngstown in the Ohio 
Edison Co. auditorium. Students represent 53 concerns in the Youngstown area. Lighting instructor is E. A. Altree. division engi- 
Electronics instructors are J. E. Robble, application engineer, West: 
electrical engineer, Republic Steel Corp., Youngstow" 


neer, Lamp Department, General Electric Co., Pittsburgh. 
inghouse Electric & Manufacturing Co., Pittsburgh, and Jerry Ashby. 


Legislators Support 
State in FPC Fight 


The Arkansas legislature has en- 
dorsed the action of the state’s Public 
Service Commission in fighting efforts 
of the Federal Power Commission to 
assume jurisdiction over the records of 
the Arkansas Power & Light Co. 

The legislature adopted overwhelm- 
ingly a resolution introduced first by 
Senator Roy Milum of Harrison, com- 
mending “the bold and fearless stands 
of our governor and attorney general in 
defending the rights of the state of 
Arkansas to regulate its own internal 
affairs.” 

After the Arkansas Public Service 
Commission had ordered A. P. & L. to 
rec'assify its accounts in accordance 
with the state “Uniform System of Ac- 
counts,” the FPC has ordered the utility 
to show cause why it should not make 
further reclassifications, which the 
utility claims are contrary to the state 
order. 

A. P. & L. has filed suit in Federal 
court in Washington, D. C. asking that 
a special three-judge court rule on 
which commission has jurisdiction, as- 
serting that the state commission should 
have primary jurisdiction. The Arkansas 
commission has filed an answer and 
cross-complaint also claiming primary 
jurisdiction, 

“The Genera] Assembly of the state 
of Arkansas views with increasing alarm 
the efforts of federal agencies. acting 
under real. supposed and assumed 
authority to usurp functions and exer- 
cise powers over matters of local con- 
cern, which since the adoption of the 
federal constitution have been within 
exclusive control of the state,” the 
Milum resolution states. “If the Fed- 
eral Power Commission is upheld in 
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these proceedings, the jurisdiction , Hy 
this and other state departments \ (]] jg 
greatly diminished, the power of }}, 
legislature thereby rendered imp ten 
and the traditional doctrine of -ates . 
rights, which our forefathers so vlor; Des! 
ously defended, will become an em,yqmmstuc 
shell.” 


. A 
Indic 
Treasury Intervention af 
‘ jease 
Allowed in Rate Hearingfi .:: 
The federal government, represented } 
by the Treasury Department’s Procure. a 
ment Division, has been allowed yi” 
intervene in the 1945 rate hearings of iI 
the Potomac Electric Power Co.. by I 
the District of Columbia Public Utij-™e” 
ties Commission denied the Federal rr 
Works Agency a similar right. - 
The agencies sought to intervene bel 
cause the government. is the company's 
largest single customer, paying last gr 
year more than $5,500,000 for service ! 
in and around the district. 
The hearings have been postponed a 
until litigation over the P.U.C.’s 1944 a 
order, slashing rates by $1.037.000. ha fi. 
been decided. Both agencies intervened iim. 
last year and appealed the order on the nN 
grounds that it made too small a reduc. 
tion in rates. ' 
v Ri 
Utah Power Will Expand 
Permission to serve Lincoln County ah 
in western Wyoming. with electricit 19 
was granted Utah Power & Light Co Vi 
of Salt Lake City by the Wyoming | 
Public Service Commission recently. <1 
The Utah utility will construct, main- d3 
tain and operate an electric transmis- ee 


sion and distribution system in the 
portion of the area not now served by 
California-Pacific Utilities Co. 
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Hydroelectric Plans 
of India Revealed 





sqvage, Reclamation Bureau Dam 
pesigner. Describes Projects 
Sudied on I13-Month Journey 






4 report on hydroelectric projects in 
india, many with irrigation, navigation, 
food control features has been re- 
jased by John L. Savage, U. S. Recla- 
pation Bureau dam designer on loan to 
he State Department, who has just re- 
ymed from a 13-month tour of India 
ind China (Evecrricat Wortp, March 
17, Page 97). : 

In India, Savage reported on six 
dams. five of which, in Punjab, would 
have a total capacity of 750,000 kw.. 
and another of which, on a tributary of 
the Ganges in the United Provinces. 
yould entail an undisclosed amount of 
generating capacity. 

The Indian projects are: 

Toms River, Punjab. heavy-arch con- 
cete dam “perhaps higher than Boulder 
Dam.” which is 730 ft. tall. 

Chami damsite. Giri River. Punjab. 
(0-ft. concrete dam “something like 
TVA’s Fontana Dam.” 


Ic- Bhakra Dam like Shasta 

















he. 


Bhakra damsite on Punjab’s Sutlej 
River, about 600 ft. high, of concrete. 
on the order of Shasta Dam. This dam 
has been under consideration since 
zhout 1920, and was reported on in 
ts 1926 by the Reclamation Bureau’s A. J. 
A. Viley. 


ig Larji damsite on the Beas River, de- 
Y. BM wribed as “another Boulder.” Dianghar 
i: Gi damsite on Punjab’s Chenah River, de- 


* BM wribed as “perhaps a little higher than 
6 B® Boulder.” All Punjab Dams would be 
y predominantly for irrigation, with power 

“important” and with some flood control 

and navigational benefits. A “substan- 

tial” part of the power would be avail- 
able for consumption other than irriga- 
tion pumping. 

Nayar damsite on a tributary of the 
Ganges in the United Provinces, se- 
lected over two main-river sites because 
of extreme variations (100 ft.) in the 
Ganges. flow and because they would 

food out “a particularly sacred temple.” 
The Nayar Dam would be 600 to 650 ft. 
high and “is believed to have been ap- 
proved for construction soon afer the 
war.” An undisclosed amount of power 
would be generated there. 

Plans for projects emphasizing irriga- 
tion of more than 400,000 acres along 
the Helmand River in Afghanistan were 
reviewed by Savage. 

These plans were drawn up by John 
Alexander, for a long time associated 
with the U. S. Corps of Engineers who 
s chief engineer on the project. The 
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project is in shape for construction and 
it is believed funds are available. Ear- 
lier plans for this project had been 
drawn by Jap and German engineers. 
Savage said those few Jap documents 
he saw were “not bad,” and that al- 
though Alexander had redesigned the 
project completely, the Jap plans “were 
not off to any great extent.” 

In all Indian projects, Savage said, 
siltation would be “quite a problem,” 
and considerable space would have to be 
reserved in the dams for silt. 


Pardeeville, Wis., Will Get 
Private Utility for $24,900 


After the 12 years of litigation dur- 
ing which time the case went before the 
Wisconsin Supreme Court four times, 
Pardeeville as a result of the last de- 
cision handed down recently will ac- 
quire the Pardeeville Electric Light Co. 
for $24,900. 

Justice Joseph Martin, writing the 
unanimous opinion of the court, held 
that in determining the value of the 
private utility the Public Service Com- 
mission acted justly and did not deprive 
the company of its constitutional rights. 

Pardeeville voters on August 15, 1933 
voted to acquire the utility. Every time 
the P.S.C. has placed a valuation on 
the property, the company has fought 
it on the grounds that it was based on 
the value of the property many months 
previous to the final decision of the 
commission. The final appeal had been 
made from a commission order of Nov- 
ember 21, 1942, setting a price as of 


December 31, 1941. 


OWU May Win in Drive 
to Bar War Time Evasion 


OWU’s campaign against evasion of 
War Time by state legislatures ap- 
peared to be bearing fruit this week 
after a Minnesota House committee 
voted down by a 2-1 margin a measure 
which would have put the state in the 
Mountain War Time zone. 

It was not immediately clear whether 
the measure would be brought to the 
floor despite the adverse committee vote, 
but OWU officials were encouraged by 
the House action since the measure had 
already passed the Senate. 

The Wisconsin Senate, which was to 
have voted on a similar bill last week, 
had the measure up for decision again 
this week after a day of debate failed 
to bring a determination of the question 
last week. OWU Director Edward 
Falck appeared before the Wisconsin 
Senate, which had a bill already passed 
by the House, while Deputy Director 
Paul B. Valle of the power division 
appeared before the Minnesota House 
committee. 

In Nebraska, OWU appeared to have 
won another victory. An _ anti-War 
Time bill which was to have been 
brought to the floor of Nebraska’s uni- 
cameral Legislature was sidetracked, 
at least temporarily, after a WPB field 
representative presented OWU’s story 
to legislative officials. 

In New Mexico, the Senate has before 
it a bill to return the state to standard 
time at 12:01 a.m., July 1. The House 
passed the bill 35 to 9, and passage in 
the Senate is considered likely. 





NEW UNIT—New Hampshire Gas & Electric's Daniel Street station in Portsmouth 
now has a 7,5000-kw. Westinghouse steam turbine condensing unit which raises the 
nameplate rating of the plant to 24,500 kw. and provides for economical base load 
operation. Five earlier machines aggregating 17,000 kw. and ranging from 1,000 
to 6,000 kw. in ratings are also in the plant. The new unit operates at 3.600 r.p.m. 
on 650-psi. and 825-deg. steam from a previously installed Combustion Engineering 
boiler, stoker-fired. It delivers 13.2-kv. energy to the system. The original order for 
this turbine remained unfilled until recently because of Russia’s need for power 


generating facilities. 
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Restoration of Utilities 
in France Was Rapid 


The decisiveness of the Allied mili- 
tary victory in France after the St. Lo 
breakthrough and the superb job done 
by SHAEF’s G-5 officers responsible 
for liason between the Allied command 
and liberated governments cut the prob- 
lem of electric utility restoration in lib- 
erated areas far below what had been 
expected and prepared for. 

Principal problem in the first months 
of liberation was not one of equipment 
but of fuel, according to K. M. Irwin, 
assistant vice-president of the Philadel- 
phia Electric Co., and Herbert S. Marks, 
formerly assistant general counsel of 
the Office of War Utilities. Irwin spent 
about six months in the United King- 
dom and Europe as executive director 
of the public utility staff, London, of 
the Public Utility Committee, Combined 
Production and Resources Board. 
Marks spent six weeks with Irwin last 
summer. 

The fact that France enjoyed one of 
its best hydro years in the last two 
decades, Irwin said, was one of the prin- 
cipal reasons why the power supply in 
France, especially the Paris area, pre- 
sented no more of a problem. The other 
was the rapid retreat of the Germans 
which left them little time for destruc- 
tion except in Normandy. 


Labor Difficult to Get 


Late in November, Jess than 5 percent 
of France’s hydro and steam plants re- 
mained out of service. Relatively rapid 
repairs were made on the damaged 
transmission lines. Although the coal 
mines were essentially undamaged, 
labor and transport were hard to get. 
Nevertheless, Paris in November was 
consuming 85 percent of the amount 
energy it used in 1938, most of it coming 
from hydro plants in the Central Massif 
on 220-kv. lines running south from the 
capital. 

Damage was more extensive to Bel- 
gian power plants, but capacity to meet 
present civilian and industrial demands 
was adequate. On the other hand, that 
part of Holland which had been liber- 
ated by mid-fall had suffered consid- 
erable damage to many of its power 
plants. 

Little difficulty was found in making 
substation and transportation repairs 
in Europe since an adequate supply of 
materia] was made available by system 
operators. Repair and replacement 
parts for generating equipment, how- 
ever. constituted a serious problem be- 
cause of delivery problems. Little dam- 
age to boiler plants was found, but load 
dispatching was made difficult by lack 
of communications. 
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BRITISH EXPERIMENT—Workman ad- 
justs one of the fluorescent lamps in- 
stalled in February as an experiment in 
the Piccadilly Circus Station of the Lon- 
don Transport Co. which operates the 
tubes (subways) 





Farm-Labor Group Will 
Study Vermont Resources 


The six annual Vermont Farm-Labor 
Conference at Goddard College, Plain- 
field, Vt.. recently approved a resolution 
establishing a farm-labor committee to 
investigate: 

l. The creation of a state power re- 
sources authority of Vermont. 

2. The creation of a Connecticut River 
Valley Authority. 

3. The utilization wherever possible 
of flood control dams for power devel- 
opment. 

In addition, the conference, composed 
of heads of the State Grange, the State 
Farm Bureau Federation, the State AFL 
and CIO organizations and the state 
railroad brotherhoods. asked for a re- 
port on support of legislation to create 
at St. Lawrence seaway project. 


Kentucky Co-ops Petition 
Court to Regain Territory 


The four rural cooperatives which 
sought the territory granted the Ken- 
tucky & West Virginia Power Co. last 
January by the Kentucky Public Serv- 
ice Commission have appealed to the 
Franklin Circuit Court to grant them 
permission to expand in that territory 
(ELectricaL Wortp, March 10, Page 
9). The co-ops are Fleming-Mason, Big 
Sandy, Licking Valley, and Cumber- 
land Valley. 
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Army Will Make Survey, 
Sell Transformer Surply 


A survey of transformer cap) ity 
larger Army stations has been orderg 
by the War Department to discli:« , 
dispose of any excess transformers. 

Army Service Commands w: :« 
dered to complete transformer Joad sy 
veys at Class 1, 2 and 3 ‘tatiog 
promptly, and to remove as «xce 
those transformers not needed. !‘x¢¢ 
transformers may be sold by Divisio 
engineers. The War Department 4 
rected that coordinators of the [ tiliti. 
Wartime Aid Program be consulte 
where it is believed they can be hel; 
ful. 

“The materials used in the manufag 
ture of transformers are critical ang 
will be more scarce in the second and 
third quarters of this calendar year, 
the order read in part. “The National 
Coordinator, Utilities Wartime Aid Prof 
gram, estimates that there are ap 
proximately 278,000 kva. of exces 
transformer capacity installed at Arm 
posts in the continental United States} 
Prompt release of these transformerg 
will materially aid in. relieving thé 
present restricted supply situation an 
contribute to the conservation of poweg 
through reduction in _ distributiog 
losses.” 


Florida P. & L. Co. Plans 


Steam Generating Plan 


Florida Power & Light Co. will buil 
an 18,000-kw. generating plant at Sara 
sota to serve the west coast area of the 
state now being served by a cross-state 
transmission line. The new steam 
plant will be rushed so that it will b 
in operation early in 1946, The othe 
three major generating plants of th 
company are on the east coast at Miami 
Beach, at Lake Monroe near Sanford, 
and near Fort Lauderdale. 


New Chairman Compels 
Rehearing in Rate Case 


Rehearing of the Army and \avy 
complaints against the rates charged by 
the Arkansas Missouri Power Corp. 4 
the Blytheville and Walnut Ridge air 
fields has been set for March 27 before 
the Arkansas Utilities Commission. 

The rehearing was made necessary 
because Charles C. Wine, the newly 
appointed commission chairman, hias d¢- 
clined to pass on the case because h¢ 
had not heard the original testimon) 
The two members of the commis:i0" % 
the time of the hearings have been “0 
able to agree. 
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L-M “PVD” 
FUSE CUTOUTS 


restore service faster a 
because: ee 


--e-blown fuses quickly located 
-..- quickly re-fused on the pole | 


L-M “PVD” Fuse Cutouts have the disconnecting and in- 
dicating features which assure instant action and faster ee 
restoration of service. The indicating feature, which can : a 
be seen from the ground, from any angle, makes it easy for e 
the lineman to locate the blown fuse. The design of the 
“PVD” assures fast, safe, easy re-fusing right on the pole. 
Action is fast, positive in any weather. The door is always - 
closed, the cutout is always protected. Get details on the ! ax 
many features that make “PVD” Fuse Cutouts outstanding. 

Learn why so many distribution superintendents prefer 
and specify ““PVD’s”’. Call the nearest L-M office for a Field 
Engineer, or write Line Material Company, Milwaukee 1, 
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thd : : > 
an Wisconsin. é 
e FOUR SIZES ‘ 


PVD-56: 5000 V., 50 A. 

PVD-76: 7500/12500 V. Gr. Y., 50 A. 
PVD-515: 5000 V., 100 A. 

PVD-7 15: 7500/12500 V. Gr. Y., 100 A. 























ng ; 
id Fast, safe, on-the-pole re-fusing f 
the In one minute... in 6 seconds... 
eo Bakelite door swings open 180°, then un- It is a matter of seconds for the lineman 
bet hooks, easily. Blown link is quickly re- to open, unhook, and remove the bakelite 
ner moved and new link is inserted, cap is door, and slam on a new spare fused 

tightened, and new link is fastened around “PVD” door. Bakelite doors are inter- 2 
ao link flip-out device in one minute or changeable, and the lineman who carries < 
* less, even with gloved hands, and with- a spare fused “PVD” door can re-fuse a 

out tools, “PVD” Cutout in six seconds or less. 

Ask the L-M Field Engineer 

se L-M Field Engineers know distribution prob- 






practical help. Get 
ble man—he knows 
line construction 
help cut your 






lems, offer experienced, 
the counsel of this capa 
many short cuts in pole - 
and maintenance that may 









time and costs. 





LINE MATERIAL 
FUSE CUTOUTS & FUSE LINKS 


L-M DISTRIBUTION EQUIPMENT INCLUDES: Distribution Transformers - Fuse Cutouts and Fuse Links - Lightning Arresters 


Oil Switches - Pole Line Hardware - Line Construction Specialties - Underground Equipment - Fibre Conduit - Street Lighting Equipment 








BUILT FOR OUTDOOR USE—Unique splash-proof construction of these 450-hp., 900 r.p.m. 
synchronous motors with direct connected exciter makes possible their mounting in the open. 
The three G.E. motors drive water-circulating pumps at the base of the cooling tower of the 
world’s largest single-fluid catalytic cracking unit, Tide Water Associated Oil Co.’s plant at 


Avon, Calif., dedicated in February 


E IN 


IN PIC 


FIRE PROTECTION — Automatic 
equipment recently installed at 
Shasta Dam gets test on big trans- 
formers. Water spray type nozzles 
are located on three levels, 18 ‘n 
each bank, and water is supplied 
to the automatic control valve from 
the raw water header which taps 
the scroll case of each turbine 


getting the mast to its proper location 


ON THE WAY TO GRAND COULEE 

138 ft. long, to the Grand Coulee Dq 
construction days will serve as 
Columbia River to a movable tailtow 








EATING FOR SAFETY—Officials 
of Monongahela West Penn Pub- 
lic Service Co. attribute its 1944 
safety record, best in company 
history, to the quarterly informal 
“feeds” held in each division. A 
good meal makes the men re- 
ceptive to the safety talk which 
always follows 


E Reclamation workers move a 90-ton steel mast, 

» Dal: mast made from 36 in. I-beams left over from 
he lor a 50-ton, 2,300-ft. cable stretching across the 

tow@@<icl equipment and great care were needed in 
on 
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UP GOES THE HEADTOWER—Heoavy steel cables, kept taut by a 10-ton truck on 
one side and a locomotive crane on the other, prevented side sway, while an 
electric hoisting rig raised the headtower for a cableway at Grand Coulee. The 
cableway will be used in building and servicing a floating caisson, by means of 
which underwater concrete in the dam bucket will be replaced or repaired 
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Will your distribution trans- 
formers be safe when this happens 
at fifty homes on one circuit? 
They will be safe if they're CSP 


distribution transformers! 





THEY LET YOUR FUTURE LOAD CHANGES PLAN THEMSELVES 


Why try to predict in fine detail, just where your domestic 
loads will grow? Or when? Or how much? 

If you let CSP distribution transformers handle your load, the 
load itself will notify you safely . .. economically . - . and in 
plenty of time. Completely Self-Protecting (against dangerous 
overloads, short circuits and lightning), these Westinghouse 
transformers can be matched closely to your present load, elimi- 
nating idle capacity. 

When the load has started to grow, you’ll get the warning 
signal light to tip you off. Or, at the most, the internal breaker 
will trip. Then, in areas where overload conditions persist, you 
have but one unit to change—since all the protective apparatus 
is inside the tank. 

For complete information, call your Westinghouse office, or 
write for Descriptive Data 46-100. Westinghouse Electric & 
Manufacturing Co., P.O. Box 868, Pittsburgh 30, Pa. J-70439 
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The complete lightning protection feature of 


CSP transformers protects the insulation between 


the windings, and between either winding and the ° 
tank or core. This is accomplished by limiting the \ festin house 
potential difference between any two of these 
points, chiefly by ‘‘De-ion”’ arresters. It is done so PLANTS IN 25 CITIES . . « ees er 


tiVely, 


within <2 half-cy le, that there is not even any light “ 
flicker on consumer feeders “CSP DISTRIBUTION TRANSFORMER 


extinguishing the power-follow  ar« 
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Wisconsin Utility Workers 
May Be Given Pay Raise 


4 straight 6 percent wage increase 
for some 2,200 employees of the Wis- 
onsin Electric Power Co., Milwaukee, 
i; under consideration by the Regional 
War Labor Board in Chicago, it was 
disclosed recently. 

The proposed increase bears the rec- 
ommendation of WLB hearing officer 
Mrs. Sophie Zimring. The total in- 
creases would amount to about $350,000. 

Question involved is whether the util- 
ity employees have received all of the 
[5 percent wage increase permitted 
them under the “Little Steel” formula. 
The company claims that they have. 

The unions’ argument, however, is 
that in December, 1941 the Milwaukee 
utility paid its employees a 10 percent 
bonus on 1941 wages. It had paid a 4 
percent bonus in 1940. They claim that 
the 6 percent differential should be ap- 
lied to the 1941 wage level, thus es- 
tablishing a higher base from which the 
“Little Steel” formula increases would 
begin. 

Unions involved are the International 
Brotherhood of Electrical Workers, Lo- 
cal 494; International Union of Operat- 
ing Engineers, Local 370; Amalgamated 
Association of Street Car and Motor 
Coach Employees of America, all AFL 
and the United Association of Office, 
Sales and Technical Employees Inde- 
pendent. . 


Added Depreciation Levy 
Affects Nova Scotia Utility 


Nova Seotia Light & Power Co. has 
lost $700,000 in capital values because 
of orders of the New Brunswick Public 
(tilities Board on depreciation rates, 
|. B. Hayes, general manager, said at a 
recent hearing. 

The loss, $600,000 to the company 
and $100,000 to subsidiaries, was in- 
irred when the board forced the com- 
pany to lay aside funds in addition to 
the 24% percent annual payment to the 
depreciation fund on the grounds that 
this payment failed to produce an ade- 
quate depreciation reserve. 


SEC Loses Appeal 


An appeal by the Securities and Ex- 
change Commission from a ruling of the 
Federal District Court in Brooklyn deny- 
ing a motion of SEC for an injunction 
enjoining the Long Island Lighting Co. 
from carrying out a plan of recapitaliza- 
tion previously approved by the New 
York Public Service Commission was 
denied, 2 to 1, recently by the U. S. 
Circuit Court of Appeals. 
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Output Continues on Downward Trend 
Weekly Output Millions Kw.-Hr. 


The electric output curve, which 
started on a downward course late in 
February. continued in that direction 
during the week ended March 17. 1945, 
according to figures released by the 
Edison Electric Institute. The amount 
of electrical energy distributed by the 
light and power industry totaled 4.397.- 
529,000 kw.-hr., compared with 4,446.- 
136,000 kw.-hr. during the preceding 
week. During the week ended March 
18, 1944, the amount of energy dis- 
tributed amounted to 4,400,246,000 
kw.-hr., this vear’s figure representing 
a decrease of 0.1 percent. 

Four of the seven major geographic 
regions again reported losses for the 
week, as compared with the correspond- 
ing week of 1944, the Rocky Mountain 
group showing the largest decrease with 
a drop of 7.5 percent. 
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Indianapolis Utility 
Makes New Assignments 


Due to increased engineering duties 
connected with the Indianapolis Power 
& Light Co.’s present and post-war con- 
struction program, Paul F. Helm has 
been named assistant to the vice-presi- 
dent in charge of operation-engineering 
to give full time to the direction of en- 
gineering, and Wilson A. Gentry has 
been appointed assistant to the vice- 
president in charge of operation-oper- 
ating. Both men will assist Vice-Presi- 
dent Dan C. Hess. 

Mr. Helm started on power plant lay- 
out in Lebanon, Ind., after leaving Pur- 
due University in 1909, and was em- 
ployed by Interstate Public Service Co. 
in Lebanon, Indianapolis and Frank- 
lin, Ind., until 1918, when he joined 





P. F. Helm 


the I. P. & L. organization as research 
engineer. He became superintendent in 
1927, chief designing engineer in 1928 
and assistant to the vice-president in 
charge of operation in 1941. 

Mr. Gentry, who was superintendent 
of operation for Memphis Power & 
Light Co. from 1925 to 1939, contin- 
ued in that position for the light, gas 
and water division of the City of Mem- 
phis until called to Washington, D. C.. 
for war service in 1942. He served as 
area engineer and later as regional 


coordinator in the Office of War Util- 


ities, War Production Board, until go- 
re 
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W. A. Gentry 


ing to Indianapolis this month. Start- 
ing in 1914, with the Westinghouse 
Electric & Manufacturing Co. in East 
Pittsburgh, he also was employed by 
electric utilities in New York City, Du- 
luth, Minn., and Charlotte, N. C., until 
1923. He then became Westinghouse 
district meter and relay engineer in the 
southeast. 


J. N. Sicard Made General 
Manager of Quebec Power 
(See Front Cover) 


At the annual general meeting of 
shareholders of Quebec Power Co. held 
recently in Quebec, tribute was paid to 
J. E. Tanguay, retiring vice-president 
and managing director in recognition 
of the completion of more than 45 years 
of continuous service. Mr. Tanguay’s 
duties as chief executive officer of the 
company in Quebec have beef assumed 
by J. N. Sicard as general manager. 

After 23 years of service in various 
capacities with the Shawinigan Water 
& Power Co.. Mr. Sicard was trans- 
ferred to the Quebec Power Co. as gen- 
eral superintendent in 1942. 

Mr. Tanguay took charge of the Que- 
bec Jacques Cartier Electric Co. in 
1905, and was appointed managing di- 
rector of Public Service Corp, in 1915. 
In 1923 he was appointed general man- 
ager of Quebec Power Co. 


March 24, 


Engineering Department 
Reorganized by Utility 


Several organization changes } aye 
been made in a recent move on the 
part of the Commonwealth Edison (o.. 
Chicago, to remodel its engineering de. 
partment. The reconstituted department 
now comprises six divisions instead of 
two divisions and six sections as for. 
merly. 

G. M. Armbrust and W. G. Kelley 
continue as chief electrical engineer 
and assistant chief electrical engineer 
respectively. 

Under the supervision of T. G. Le. 
Clair, chief staff engineer, the staff 
division assists in the management of 
the department, is responsible for in. 
vestigation of new developments, stand- 
ardization and engineering policy. 

The system planning division, under 
H. E. Wulfing, chief system planning 
engineer, is responsible for planning 
location, ¢apacity and connections of 
transmission, substation and _ distribu- 
tion plant, protective relay applica- 
tions, service conversion and _ voltage 
surveys. 

Under W. W. Wishard.. station design 
engineer, the station design division, 
has charge of design, preparation of 
estimates and field engineering work 
on station, substation and plant proj- 
ects. 

R. S. Peterson, line design engineer, 
is in charge of the line design division 
which is responsible for design, prep- 
aration of estimates and field engineer- 
ing work on transmission and distribu- 
tion lines. 

The drafting division; under chief 
draftsman, C. R. Bronski, prepares 
construction and record drawings, ete. 

A. W. Sims is superintendent of engi- 
neering records division which prepares 
orders and maintains records. This divi- 
sion is also responsible for photographic 


services. 


> J. Westey McArer, president of Un- 
ion Electric Co. of Missouri, has been 
appointed head of an industrial man- 
power committee in St. Louis, to place 
in effect a plan for obtaining voluntary 
transfers of workers from less essential 
jobs to war plants. 


> W. H. Une, who has been connected 
with the Washington Water Power Co. 
for more than 22 years, will retire on 
April 1. Mr. Ude became director o! 
public relations for the Spokane utility 
in 1923. Successive promotions made 
him director of the claim, tax, right of 
way and personnel departments. Dur- 
ing his residence in Spokane, Mr. (de 
participated actively in civic affairs. He 
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ok part in establishing the Washing- 
ion committee on the relation of elec- 
icity to agriculture, which did pioneer 
york in irrigation, use of power on the 
farm. electrical incubation and brood- 
ing and many other valuable aids to 
agriculturists, 
e 


Maine Engineers Elect 
J. L. Collins President 


John L. Collins, plant engineer in 
charge of distribution engineering and 
the continuing property record depart- 
ment of the Central Maine Power Co., 
Augusta, has been elected president 
of the Maine Association of Engineers. 

Mr. Collins joined the company in 
1924 after some years with the Stone 
{ Webster organization in utility oper- 
ation in Massachusetts and Nova 





Scotia, following his graduation in 
electrical engineering from the Uni- 
versity of Maine. He was superin- 
tendent at Boothbay Harbor, later be- 
ing in charge of construction and oper- 
ation at the Gulf Island hydroelectric 
plant and subsequently western divi- 
son engineer. Before being trans- 
ferred to Augusta Mr. Collins was 
uperintendent of the Wyman station 
on the upper Kennebec River. 


PH. I. Mirier. rates and research de- 
partment, Wisconsin Public Service 
Corp., has returned to Washington on 
loan to the WPB for a short period to 
assist in the administration of “brown- 
out” Order U-9. He was first drafted in 
November, 1941 by WPB, remaining 
intil January, 1944. 


>Tom H. RicHarps, active in Sacra- 
mento, Calif., civic affairs, has been 
chosen a director of the Sacramento 
Municipal Utility District to fill the 
unexpired term of Robert A. Merkley 
who died in January. 
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> CuHarces TURNER has been appointed 
superintendent of power stations of the 
Nebraska Power Co., Omaha, Neb., and 
C. F. Moutton has been advanced 
from chief operating engineer to assis- 
tant superintendent. Mr. Turner be- 
came identified with the company in 
1920, following graduation in mechan- 
ical engineering at Iowa State College. 
He became chief operating engineer in 
1924 and assistant superintendent in 
1937. Mr. Moulton became identified 
with the company in 1926, was named 
test engineer three years later and 
chief operating engineer in 1942. He 
is a graduate engineer, having two de- 
grees from the University of Nebraska. 
Mr. Turner is succeeding Lee Rur, who 
has retired after 40 years of service. 


PA. M. Jackson has retired as com- 
mercial vice-president of the Locke In- 
sulator Corp., Baltimore, Md., after 
spending more than 40 years in the 
electrical industry. For the past 24 
years, he has been Chicago district 
manager for the organization. About 
150 of Mr. Jackson’s friends gathered 
at the Swedish Engineers Club in that 
city to honor him. D. D. Pittman. 
for many years assistant to Mr. Jack- 
son, has been made the new district 
manager. 


OBITUARY 
Carroll C. Grinnell 


Carroll C. Grinnell, Far Eastern com- 
mercial manager of the International 
General Electric Co., and former chair- 
man of the internees executive com- 
mittee in Santo Tomas internment 
camp, Manila, Philippine Islands, was 
executed by the Japanese on January 
15, according to cablegrams from 
Manila. Mr. Grinnell was also president 
and general manager of the General 
Electric Co. (P. L.). 

At the outbreak of the war with 
Japan, Mr. Grinnell was among those 
interned in Santo Tomas. He was 
elected chairman of the camp’s execu- 
tive committee, which regulated the 
camp under the supervision of the 
Japanese government authorities. 

Mr. Grinnell entered the test course 
of the General Electric Co. following 
graduation from Union College, Sche- 
nectady, in 1919. Later he worked as 
an office engineer in the International 
General Electric Co. at Schenectady 
until 1922, when he was sent to the 
Far East. 


> Epwarp J. K. Mason, electrical en- 
gineer of Thompsonville, Conn., died 
on February 23 in his sixty-fifth year. 
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Mr. Mason taught at Rennselaer Poly- 
technic Institute, Troy, N. Y., for four 
years and for two years was professor 
of electrical engineering and physics 
at the University of Pittsburgh. He 
then entered the power field and be- 
came associated with the Consolidated 
Edison Co., New York, in 1910. He re- 


mained with the company for 26 years. 


>» Tuomas B. Hawkes. assistant secre- 
tary and purchasing agent of the Min- 
nesota Power & Light Co., Duluth. died 
on January 10 after a long illness. He 
was 83 years of age. Mr. Hawkes was 
associated with the electric power in- 
dustry for 45 years, being first em- 
ployed by the Duluth Edison Electric 
Co. and as manager of the Great North- 
ern Power Co., which companies were 
later embraced under the name of Min- 
nesota Power & Light Co. 


©» Atrrep Sutro, director of Pacific 
Lighting Corp., died March 9 in San 
Francisco after an illness of two years. 
A lawver. Mr. Sutro was ‘dentified with 
many large enterprises, piaying a ma- 
jor role in Pacific Coast business for 
over half a century. 


> Frank S. Turron, who represented 
Landers. Frary & Clark in New York 
State in recent years, died on Jann- 
ary 29 at the Meriden. Conn.. hospital 
after a short illness. Mr. Turton had 
been connected with Landers, Frary & 
Clark since 1898. 


© Joun C. McLavenin, 73, former 
Potomac Electric Power Co., employee, 
died recently in his Washington, D. C., 
home. He was with the utility for 40 
years and more recently became Wash- 
ington representative for several elec- 
tric equipment companies. 


> Ernest H. Scott, 58. head of Gen- 
eral Electric’s motor test at the River 
Works in Lynn, Mass., and employed 
by that company for the past 35 years, 
died suddenly in Marblehead. Mass., 
on February 28. 


© Coun A. Ross, former Pacific Gas 
& Electric Co. executive, died Febru- 
ary 15 at his home near Napa, Calif., 
following a long illness. He was 65. 
Mr. Ross has retired from the utility 
company service five years ago. 


> Wittiam M. Dinneen, 55, formerly 
secretary of the Wisconsin Public Serv- 
ice Commision, died at his home in 
Madison on January 31 of a heart ail- 
ment. 


> Hersert W. THornpike, former di- 
rector and treasurer of the New Eng- 
land Welding Laboratories, Inc., Bos- 
ton, died in that city on March 8. 
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Electric Items 13% 
of Total, SPB Shows 


Surplus electrical machinery and ap- 
paratus disposed of by the Defense 
Plant Corporation in the eight months 
ended last January 31 constituted 13.1 
percent of the total surplus acquired 
during that period, the most recent re- 
port of the Surplus Property Board dis- 
closed. 

Remaining inventory of surplus elec- 
trical machinery and apparatus held by 
DPC January 31 was valued at $6,790,- 
000. The Treasury Procurement Divi- 
sion also disposes of surplus electrical 
machinery and apparatus, but its deal- 
ings are in such items as battery charg- 
ers. fuses, lampsockets and holders, 
fuses up to 35 kv. capacity, appliances, 
and dry and wet cell batteries. 

Property valued at $1,021,000 when 
turned over to DPC was sold during 
the eight months ended last January 31 
for $485,000, showing an average reali- 
zation of 48 percent. In January, 1945, 
DPC took over property valued _ at 
$3,154,000 and sold portions of it val- 
ued at $412,000 for $190,000, with an 
average realization of 46 percent. Janu- 
ary dispositions of the Procurement 
Division’s surplus electrical machinery 
and apparatus totaled $566,000, or 109 
percent of its January acquisitions. 

Principal dispositions of electrical 
equipment thus far by DPC have been 
electric motors. Power transmission and 
distribution equipment also accounted 
for a sizeable portion of the sales, and 
sales of wire and cable have been rising, 
a DPC official said. 


Tungsten, Copper Output 
Kept at High Level 


Tungsten and copper for the pro- 
duction of incandescent and fluorescent 
lamps continues tight, but production 
is being maintained at a high level and 
is expected to be sufficient to meet 
civilian needs, WPB officials told manu- 
facturers recently. 

April tungsten allocations are down 
about five percent from March alloca- 
tions, and the second quarter allotments 
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ANUFACTURING 


of copper to lamp manufacturers will 
be about 40 percent below the first quar- 


ter supply. Manufacturers pointed out 
that reversion to the use of steel for 
lamp bases is not entirely desirable 
because of the extra manhours required 
to produce steel bases. 


Westinghouse Earned 
$26,019,097 in ‘44 


Net sales of the Westinghouse Elec- 
tric & Manufacturing Co. topped all 
previous records in 1944, amounting to 
$835,737,004, compared with $709,342,- 
717 in 1943 and $487,274,551 in 1942. 

Net income of $26,019,097 was close 
to the peak of $27,062,611 in 1929, 
when sales amounted to $216,364,599. 
The profit was $8.11 a share on the 
outstanding capital stock. This com- 
pared with $21,401,568 or $6.67 a share. 
earned in 1943, and with $17,366,841, 
or $5.42 a share in 1942, 

Orders received amounted to $729.- 
024,122, compared with $958,967,057 in 
1943, while unfilled orders at the year- 
end were $534,652.727, against $821.- 
314,541. These figures do not include 
orders for ordnance plants operated by 
the company for the Navy. 


At December 31 current assets 


amounted to $381,600,567; current lia- 
bilities were $185,287.348. The average 
number of persons on the payroll dur- 
ing 1944 was 115.425. 
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WPB Authorizes More 
Electric Rances 


Three additional manufacturers |\aye 
been authorized to produce a total of 
14,350 domestic electric ranges d) ing 
the first half of 1945, WPB announced 
recently. Authorizations for the first 
half now total 21,850 ranges, but pro. 
duction in the first quarter, ending this 
month, is expected to total almost 35.009 
because of carry-overs from) produc. 
tion authorized for the fourth quarter of 
Jast year. 

New authorizations are: 

Gibson Refrigerator Co., Greenville. 
Mich., 5,000 in the first quarter, none 
in the second quarter; Norge Division, 
Borg-Warner Corp., Effingham, II], 
1,350 first quarter, 2,000 second quar. 
ter; Roberts and Mander, Hatboro, Pa. 
2,000 first quarter, 4,000 second quarter, 


Recent Army-Navy "E”s 


Among the recent recipients of the 
Army-Navy “E” award are the follow. 
ing: Copperweld Steel Co., for the 
fourth time and Westinghouse Electric 
& Manufacturing Co., Canton naval 
ordnance plant. The Du Pont company 
has passed the 100-mark in “E” awards 
and stars for war production. In all, 33 
plants have received the “E”, and a total 
of 70 stars have been conferred. 


Edwards-Telechron Pact 


Arrangements have recently been 
concluded between Edwards and Com- § 
pany, Norwalk, Conn.,. and Warren | 
Telechron Co. whereby Edwards will | 
sell Telechron program and clock sys-§ 
tems. As soon as war restrictions are | 
lifted, Edwards and Company will man- § 
ufacture its own line of program and 
clock systems, using Telechron motors | 
and mechanisms. “ 





ON THE WAY TO RUSSIA—First complete, trailer-type substations to be exported 
for service in war-torn areas are the 20 sent to Russia by General Electric Co.. 


three of which are shown. 
ten 1,800 kva. 


March 24, 


Ten of the units are rated 1,000 kva., and the other 
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Motor, Generator 
Orders Drop 24% 


In issuing recently revised figures 
covering orders received for motors and 
generators, the National Electrical 
Manufacturers Association states that 
“the 1943 and 1944 data clearly indicate 
that a decline for peak war orders has 
definitely begun.” 

The index compiled by NEMA 
dropped in December to 328 from 432 
in November, a decrease of 24 percent. 
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NEMA Index, value of orders received 


Cancellations of orders are reflected 
in the index to the extent that all can- 
cellations received through December 
1944, have been deducted from the 1943 
and 1944 data. dependent upon the 
period to which the cancellations 
referred. 


Automatic Washers Added 
to Hotpoint Post-War Line 


\utomatic washing machines and 
electric tumbler dryers will be post-war 
additions to the home laundry line of 
Edison General Electric Appliance Co.. 
Fred C. Margolf. manager. home 
laundry sales division, has announced. 


Employees Union Appeals 


The Point 
ploy ees” 


Sreeze. Maryland. Em- 
Association has asked the 
lnited States Supreme Court to review 
a decision of the National Labor Rela- 
tons Board and the Fourth United 
States Circuit Court of Appeals that 
the association is dominated by the 
Western Electric Co. 
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Field Reports on Business 


Small motor sales are steady. Wiring supplies continue an outstanding element 
in the present electrical market, with government requirements for new con- 
struction of veterans’ hospitals and changes of existing government institutions 
into hospitals running high. Consumer demand for spring merchandise keeps 


retail trade booming. 


PACIFIC COAST 


The February building permit total for 
the seven western states decreased 40 per- 
cent from that of February, 1944, with 
Arizona registering a 60 percent increase, 
Oregon and the interior states running 
about even, but California and Washing- 
ton, which provide 85 percent of the total, 
offsetting all this by a 45 percent decrease. 

Despite word that coast shipbuilding, ex- 
cluding repairs, may drop to merely normal 
proportions near the end of 1945, several 
large contracts have just been made such 
as eight aircraft escort carriers, costing 
$98,000,000 to Kaiser’s Vancouver, Wash.. 
yard and four 12,000-ton CVE carriers, cost- 
ing $44,000,000 to Todd-Pacific at Tacoma. 

Orders include a $35,000 central stock 
order of medium-sized distribution trans- 
formers; 125 sizes 1} to 3 pumping motors: 
$25,000 of turbine parts for the Navy, and 
596} hp. pumping outfits. Two future con- 
struction jobs of considerable volume are 
the 130-mile 125 kv. line, costing $4,500,000 
to be built by Southern California Edison 
with WPB’s approval from Las Vegas: and 
Southern California Telephone Co.’s pro- 
jected coaxial! cable system from Los 
Angeles to Colorado River, as its $4,000,000 
link in a second trans-continental telephone 
line. 

Electrical contractors are figuring on re- 
vamped distribution systems for six naval 
auxiliary air stations in northern California. 
W PB has confirmed its recent assertion that 
the West Coast despite earlier critical man- 
power conditions. will have equal oppor- 
tunities with all areas for securing war 
contracts. 


NEW ENGLAND 


An increasing number of New England 
industrials are working on methods to step 
up production for civilian needs after the 
war and are studying various phases of 
closer electrical control, particularly in the 
field of electronics. Textile plants are ac- 
tively engaged in studies of changeover and 
are making some inquiries for electrical 
equipment. Small motor sales are steady 
but high priorities and delayed deliveries 
prevail: machine builders are buying in 
single lots at a fair pace. New construction 
of veterans’ hospital facilities and changes 
of existing government institutions into 
convalescent hospitals in this area will be 
on considerable scale this spring and rush 
orders for electrical wiring supplies may be 
expected. 

Frankini Construction Co., Medford. 
Mass., has been awarded a contract for con- 
verting buildings at Camp Edwards. Mass.. 
into convalescent wards at a cost of $114,- 
720. and John Bowen Co.. Boston, will 
build new barracks at Fort Devens, Mass.. 
at a cost of $80.700. Massachusetts and 
Connecticut manufacturers are active bid- 
ders on Navy schedules calling for ca- 
pacitors. resistors, small aluminum conden- 
ser tubes, receptacles, and panel board sup- 
plies. New England companies are well 
represented among those receiving contract 
awards from the A.S.O. American Bosch 
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Corp., Springfield, Mass., received a con- 
tract for supplying spare parts at a cost of 
$793.582 and Chandler-Evans Corp., South 
Meridan. Conn., was awarded a similar con- 
tract amounting to $157,366. 

Surplus Property Division, U. 5. Treas- 
ury, Park Square Building, Boston, this 
week, offered for sale 90 6000-lumen, 20- 
amp., incandescent lamps, 202 pairs pole 
climbers, 1510 lineman’s climber pads, 1116 
lineman’s straps, four 5-kw. 3-phase pot- 
heads, and 90 street lighting fixtures. 


CHICAGO 


During the first month of the “brownout” 
approximately 11,500 tons of coal were 
saved in Chicago and northern Illinois, ac- 
cording to a recent estimate. Common- 
wealth Edison group of companies experi- 
enced a reduction of about 16,500,000 
kw.-hr. or less than a 2 percent drop in the 
total electricity output for the month. 

Highlights of the electrical industry news 
of the week were the following: shipment 
by Allis-Chalmers Mfg. Co. of a 200,000 lb., 
30,000 kva., 138-kv. power transformer 
equipped with load ratio control, to the 
Public Service Co. of Indiana, Inc., for in- 
stallation on its system at Terre Haute: an- 
nouncement of plans for equipping and op- 
eration of a DPC financed brass rod mill 
at Hammond. Ind., by the Phelps Dodge 
Copper Products Corp. and receipt of an 
order by Automatic Electric Sales Corp. 
from the Philadelphia Navy Yard for car- 
rier relay equipment in undisclosed amount. 

Reconversion. which was started on a 
small scale in the last half of 1944, in the 
Middle West, has been interrupted except 
for a few relatively unimportant spot alloca- 
tions, according to the regional U. S. De- 
partment of Commerce. Industry in the 
Middle West which last year accounted for 
25 or 30 percent of the nation’s production, 
is expected to continue to play a leading 
part in the war effort for some time. 


NEW YORK 


The public’s latent purchasing power in 
the form of liquid saving increased by the 
unprecedented sum of $40 billion during 
the year 1944. the Securities and Exchange 
Commission reported this week. This rate 
of saving was ten times as large as that of 
1940. the latest full year prior to our entry 
into the War. 

Civil engineering construction volume in 
continental United States totaled $40,763,- 
000 last week. This volume was 38 percent 
above the total for the corresponding 1944 
week, but was 3 percent below the total 
reported to Engineering News-Record for 
the preceding week. The week’s construc- 
tion brought 1945 volume to $319.347.000 
for the eleven weeks, a decrease of 18 per- 
cent from the $387,801.000 reported for the 
1944 period. 

Continuing the active spurt of recent 
weeks brought on by consumer demand for 
spring merchandise, department store sales 
in the Metropolitan area last week in- 
creased 27 percent over the corresponding 
week of last year. 
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SEC DECISIONS—-HEARINGS 





The Securities and Exchange Com- 
mission in a series of orders recently 
issued affecting electric utility com- 
panies: 


Has APPROVED an amended recapitaliza- 
tion plan of American Utilities Service 
Corp. and. filed a petition for enforcement in 
the United States District Court at Wil- 
mington, Del. The amended plan, filed by 
(American last February, replaced a liquida- 
tion plan, filed in November, 1944, and a 
recapitalization plan, filed by certain pre- 
ferred stockholders on January 1, 1945, 
both of which were withdrawn with ap- 
proval of the commission. Among other 
things. the amended plan provides for the 
extinguishing of all of American’s existing 
105.000 shares of 6 percent cumulative pre- 
ferred stock of $25 par value, and 1,112,500 
shares of no par value common stock 
through the issuance of 123,541 2/3 shares 
of new common stock, par value $20 a 
share, to the holders of the securities being 
extinguished. 


PERMITTED CONSOLIDATED Electric & Gas 
Co., and its subsidiary, Islands Gas & Elec- 
tric Co., to withdraw their plan for the dis- 
tribution of the capital stock of Manila 
Gas Corp., a direct subsidiary of Islands, to 
the holders of the $6 cumulative preferred 
stock of Consolidated by way of a partial 
liquidating dividend. 


GRANTED EXTENSION to May 15 to Asso- 
ciated Electric Co. of the time within which 
to dispose of its entire interest in Lake 
Shore Gas Co., acquire certain assets of 
Lake Shore and related matters. 


IssUED TENTATIVE conclusions on the pro- 
posed liquidation plan of American Light & 
Traction Co. and on a number of related 
matters involving that company and its sub- 
sidiaries as well as its parent, United Light 
& Railways Co. and the latter’s subsidiaries. 
Although the conclusions are “tentative,” 
the commission made it clear that it will 
brook “no further delay” on the part of 
United Light & Railways in complying with 
the SEC order of August 5, 1941, which 
required the divestment by Railways of all 
its interest, direct and indirect, in the sub- 
sidiaries of American Light, and in the 
common stock of Detroit Edison Co., or on 
the part of American Light in disposing of 
its interest in Detroit Edison and American 
Coal Co. Under the tentative views ex- 
pressed by the commission, Milwaukee Gas 
Light Co., Madison Gas & Electric Co.. 
Milwaukee Solvay Coke Co. and Con- 
solidated Building Co. all subsidiaries of 
American Light, cannot be retained in the 
same holding company system as the prop- 
erties of Michigan Consolidated Gas Co., 
another subsidiary of American Light. In 
its tentative views the SEC held further that 
American Light serves no useful purpose 
and must be liquidated and dissolved. 


Applications Filed 


CarotinA Power & Licut Co., a sub- 
sidiary of the National Power & Light Co., 
has filed a plan to exchange 173,546 shares 
of its own $7 and $6 preferred stocks, 
share for share, for a new $5 preferred 
stock. It proposes to call for redemption 
at $110 a share plus accumulated dividends 
to the date of redemption, not less than 10 


20 


percent of the present stocks, which are 
without par value but are carried on its 
books at a stated value of $100 a share. The 
company has registered 156,158 shares of 
no par $5 preferred stock. 


Virginia Exvectric & Power Co. has 
sought approval of the issuance and sale at 
competitive bidding of $33,000,000 of first 
and refunding mortgage bonds, series FE, 
due 1975. The company, a subsidiary of 
Engineers Public Service Co., would use 
the proceeds, with other funds, to redeem 
$37,500,000 of first and refunding mort- 
gage bonds, series B 3} percent, due on 
September 1, 1968. The interest rate of the 
new issue would be fixed by competitive 
bidding, as will the public offering price. 


Iowa Unton Exectric Co. has asked 


the commission to approve its acceptance of « 


$65,000 in promissory notes as part of the 
$75.000 purchase price for the sale of its 
gas properties in Keokuk, Iowa, to C. B. 
Dusbane, Jr., of Chicago. 
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DecawareE Power & Licut Co. and its 
wholly owned subsidiary, the Eastern Shore 
Public Service Co. of Maryland, have asked 
approval of Maryland’s sale of electric and 
ice properties west of the Chesapeake Bay. 


Hearing Scheduled 


Aprit 4: On proposal of Florida Power 
Corp. to sell all its utility facilities in 
Florida for manufacture. transmission, dis- 
tribution and sale of gas to Florida Utilities 
Corp., a non-affiliate, for a base price of 
$1,210,000 in cash, subject to adjustments. 


Municipal Utility Voted 


West Columbia, S. C., has voted 197 
to 15 to purchase South Carolina Elec- 
tric & Gas Co. properties to provide 
the town with municipal ownership of 
its power and light system. 





UTILITY REPORTS 


Net Income 


1945 1944 
*Alabama Power ........... $3,906,555 $4,432,341 
*Consumers Power ......... 7,078,525 7,629,849 
*Georgia Power : 4,877,149 5,998,885 
*Ohio Edison and sub 3,447,501 3,926,186 
1944 1943 

tArkansas Power & Light $2,168,033 1,117,497 
tlouisiana Power & Light... %$1,0862,829 923,752 
+Mississippi Power & Light $1,405,630 670,231 
+New Orleans Public Service $1,712,116 1,757,170 
tNiagara Hudson Power 

and subs. a 6,856,306 6,891,150 
tNorthern States Power 6,362,867 6,492,004 
+Potomac Electric Power 3,634,030 4,181,453 
+Public Service of Indiana 2,874,844 2,883,220 
+Southern California Edison 

and sub. 10,354,040 9,604,791 
tToledo Edison . 2,992,367 2,989,572 
+Union Electric (Mo.) and 

subs. 7,703,392 8,335,494 
+Wisconsin Elec. Pwr. and 

subs. : 3,910,993 4,206,857 





*Twelve months ended January 31. 
+Twelve months ended December 31. 
tPreliminary. 
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Cost of Electricity Drops 
4.55% in Washington State 


Residential users of electricity in the 
state of Washington paid 4.55 per «ny 
less per kw.-hr. in the year ended, \wy. 
ember 30, 1944, than in the prey ious 
year, the Department of Public Service 
has revealed. 

Although the average monthly kw.-hyr, 
revenue from consumers buying from 
private and public companies fel] {rom 
$1.73 to $1.66. there was an average 
of 6.43 percent more currént sold per 
customer. 

Total sales to all consumers showed 
a 12.25 percent gain for the year. [ri- 
vate company sales were $35,534,865 to 
all consumers and $13,534,865 to resi. 
dential consumers; for public companies 
the figures were $31,736,979 and $8.. 
195.607. 


Rates Down, Consumption 
Up, Utah P.S.C. Reports 


Constantly decreasing rates and _ in. 
creasing consumption have marked the 
period between 1933 and the present, 
says the annual report of the Utah Pub. 
lic Service Commission. 

Residential and domestic electri 
rates fell from 4.94¢ per kw.-hr. in 1933 
to 3.21¢ in 1943, a decrease of 35 per- 
cent. Consumption in the same period, 
however, went from 707 kw-hr. to 1,313 
kw-hr., an increase of 86 percent. The 
net result was that the annual bill per 
residential customer rose from $34.93 in 
1933 to $42.15 in 1943, an increase of 
21 percent. 

e 


Metropolitan Edison Sale 
Gets Approval of Court 


Trustees of the Associated Gas & 
Electric Corp. have been ordered by 
Judge Vincent L. Leibell of the Federal 
District Court in New York to acquiesce 
to the sale of properties of Metropolitan 
Edison Co. to Allentown-Bethlehem Gas 
Co. and Harrisburg Gas Co. for $1,425, 
00 cash. The Pennsylvania utility com- 
pany is retaining only its electric prop 
erties. 


Central N. Y. Power Corp. 
Cuts Amount of Capital 


Central New York Power Corp.. cap! 
talized at 2.642.584 shares, 292.584 
preferred $100 par value and 2.350.000 
common no par value, has reduced the 
amount of its capital from $58,442.59 
to $40,402,449.10, with shares remai 
ing unchanged. 
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Manufacturers Issue 
Earnings Reports 


Among the reports recently issued, 
covering 1944 operations are the follow- 
ing: 

Foster WHEELER—Net profit, after $9,- 
750,000 Federal taxes, was $1,689,827, 
equal to $5.51 a common share, compared 
with 1943 net profit, after renegotiation, 
of $2,741,784, or $8.71 a share, after $10,- 
945,000 of taxes and $1,600,000 contingency 
reserve. 


Formica InsuLtation—Net sales were 
$15,000,364 before renegotiation provision, 
which the company believes will not be re- 
quired owing to low profits, comparing with 
net sales after renegotiations of $14,735,768 
for 1943. Net profit after taxes was $475,275, 
against $550,807. 


WorTHINGTON Pump & Macuinery—Net 
income, $3,007,414, equivalent to $8.43 each 
on 280,083 shares of common stock. During 
the year, $13,685,000 was provided for Fed- 
eral taxes after a debt retirement credit of 
$1,330,000, and a post-war refund of $94,- 
(0, and $2,435,000 was set aside for gen- 
eral contingencies. In 1943, net profit was 
2,942,490, or $8.16 a common share, after 
taxes Of $12,494,743, and a reserve of $892,- 
773 for contingencies. Net billings last year 
amounted to $150,703,812, after deducting 
$6,687,586 refund and special discounts as 
aresult of a forward pricing agreement con- 
cluded by the company with the Price Re- 
vision Division of the Navy Department. 
According to the report. the net income for 
1944 is subject to renegotiation. 


Philco Plans Post-War 
Television Production 


Phileo plans to produce television re- 
ceiving sets for the general public with- 
na few months after the end of the 
war, John Ballantyne. president, has 
announced, 
“Phileo has taken a leading part in 
television research and development 
nce 1928 and has pioneered in many 
of the major advances in this field,” Mr. 
Ballantyne stated. “We believe that tele- 
‘sion has now progressed to the point 
where it is ready to proceed commer- 
ially at the end of the war and pro. 
vide a satisfactory service for the gen- 
eral public . . .” 


New Marble-Size Lamp 


A new type of glow lamp which was 
developed by the Westinghouse Electric 
& Manufacturing Co., and which is 
about the size of an average marble, 
puts out continuously more light than a 
quarter watt neon glow lamp with an 
energy input that in a year’s continuous 
burning does not add up to one kilowatt- 
hour. In a year, at average domestic 
power rates, it will consume less than 
“three cents” worth of energy. The glow 
lamp actually is a miniature fluorescent. 








Sales Opportunities 


NortH CaroLtina—Duke Power Co., 
Charlotte, has approved plans for new 20- 
mile transmission line. Company has pur- 
chased distribution system of Rosman ‘lan- 
nin Co., manufacturer of tanning extracts, 
and will make extensions and improve- 
ments, including terminal power substation 
for new high-tension line. 


Ou1o—Mansfield Tire & Rubber Co., 
Mansfield, will make extensions in plant 
for manufacture of heavy-duty tires for 
military trucks and vehicles for government, 
including additional buildings, with ma- 
chinery and electrical equipment. Cost 
about $1,750,000, with financing by De- 
fense Plant Corporation. Work will begin 
soon. At later date, initial appropria- 
tion will be increased by $750,000 for 
further expansion, making gross fund of 
$2,500,000 for project. 


NepraskaA—Loup River Public Power 
District, Columbus, is asking bids until 
April 3 for construction of new 115-kv. 
three-phase transmission line, about 55 
miles; also for construction of similar 90- 
mile line, and for new switching station to 
be known as Tamora Junction Station. 
Latter will include stee] frame structures, 
airbreak switches, insulators, cable buses 
and auxiliary apparatus. 


Ca.irornita—Bureau of Yards and Docks, 
Navy Department, Washington, D. C., has 
plans nearing completion for new material 
and redistribution center for salvaging 
radio and electronic equipment from war- 
ships and aircraft in Pacific area. Initial 
program will comprise four main one-story 
structures, each about 208 by 600 ft., and 
auxiliary buildings, to cost approximately 
$3,600,000, with mechanical and electrical 
equipment. Project will be carried out un- 
der direction of Officer in Charge of Con- 
struction, Roosevelt Base, Terminal Island. 


PENNSYLVANIA—-Gulf Oil Corp., 1515 
Locust St., Philadelphia, has plans for ex- 
pansion in local oil refining plant for high- 
octane gasoline manufacture, consisting of 
several new units for catalytic cracking 
plant and other processing divisions, with 
mechanical and electrical equipment for 
large capacity. Cost reported over $2,000,- 
000. Project will have a priority rating. 
Main offices are in Gulf Bldg., Pittsburgh. 


Mississipp1—Municipal Light and Power 
Plant, Collins, will receive bids until April 
3 for equipment for expansion in station, 
including diesel engine-generating unit and 
accessories, as per plans and specifications 


on file. 


Wisconsin—City Light Department, 
Wauwatosa, has plans under way for in- 
stallation of an ornamental lighting system. 
to be carried out as a post-war project. 
Program will include concrete standards. 
underground feeder lines and other facili- 
ties, with cost reported over $250,000. M. F. 
Linnan, 7616 Harwood Ave., is city en- 
gineer. 


Ou1o—Ohio Steel Foundry Co., Lima, 
manufacturer of steel castings and other 
steel products, will make extensions in 
plant for production for government, with 
installation of machinery and _ electrical 
equipment. Cost estimated about $500,000, 
with financing by Defense Plant Corpora- 
tion. Work is scheduled to proceed at once. 
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Minnesota—Board of Directors, St. 
John’s College, Collegeville, has authorized 
plans and estimates of cost for new power 
plant at institution, to be carried out as a 
post-war project. Toltz, King & Day, Inc., 
Pioneer Bldg., St. Paul, is consulting engi- 
neer. ‘ 


New York—War Department, Washing- 
ton, D. C., has authorized expansion and 
improvements at convalescent hospital area, 
Camp Upton, comprising a number of addi- 
tional buildings, with mechanical and elec- 
trical equipment. Also new steam power 
station for central-heating service. Entire 
project is estimated to cost about $1,325,- 
0CO, and will be supervised by U. 5S. Dis- 
trict Engineer Office, 120 Wall St., New 
\ ork. 


Vircinta—American Viscose Corp., Dela- 
ware Irust Bldg., Wilmington, Del., manu- 
facturer of viscose rayon products, has pur- 
chased tract of over 700 acres of land and 
will use as site for new processing mill for 
production of rayon staple fiber, to be car- 
ried out as a post-war project. It will con- 
sist of a number of one and multi-story 
buildings for general manufacture, with 
storage and distribution units, power house, 
power substation, pumping plant and other 
struciures. Cost reported in excess of 


$5,000,000. 


Ox_aHoma—Water Department, Okla- 
homa City, plans installation of motor- 
driven pumping machinery, controls and 
auxiliary equipment in new pumping sta- 
tion at Bluff Creek water source, with 
initial rated capacity of 15,000,000 gal. per 
day. Project will include a filtration plant 
and is estimated to cost about $234,800. 
Financing has been arranged through fed- 
eral aid. At later date, pumping station will 
be doubled in output to 30,000,000 gal. 
daily. with installation of additional equip- 
ment. 


AnkKANSAS—Bureau of Yards and Docks, 
Navy Department, Washington, D. C., has 
authorized expansion in naval ordnance 
plant, comprising large group of additional 
buildings, with mechanical and electrical 
equipment for heavy output. Entire pro- 
gram will be carried out over a number of 
months and is estimated to cost about $32,- 
600.000. Work will begin soon and will be 
charge of Office in Charge of Construction 
at ordnance plant. 


Connecticut—New York, New Haven & 
Hartford Railroad Co., New Haven, has 
plans maturing for expansion and improve- 
ments in power station including installa- 
tion of electrical equipment. Cost  esti- 
mated about $400,000. Company also will 
make extensions in power substations at 
different points along read, with installa- 
tion of capacitators and other apparatus to 
handle increased loads. Entire program is 
reported to cost over $250,000, in addition 
to sum noted. Gibbs & Hill, 450 Seventh 
Ave., New York, N. Y., are consulting engi- 
neers. Project will have a priority rating. 


CaLirornta—Bureau of Power and Light, 
207 South Broadway. Los Angeles, plans 
post-war expansion and improvements in 
number of distribution power substations 
at different points of system, with installa- 
tion of transformers, regulators, switchgear 
and auxiliary equipment for increased ca- 
pacity. Cost estimated about $1,250,000. 
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Panel Instruments 





Electrical panel instruments. 
Roller-Smith, Bethlehem, Pa. 


D.C. voltmeters in all practical ranges 
above 50 millivolts, and d.c. ammeters above 
500 microamperes are available in 13-in. 
size instruments. nits are reported to 
withstand temperature, humidity, vibration 
and shock and to maintain a service ac- 
curacy of 2 percent; no case leakage with 
hydrostatic pressures up to 14.7 psi. 


Recording Unit 


~ 





| Type "MR" Televac recording unit. Precision 
Scientific Co., 1750 N. Springfield Ave., Chi- 
cago 47, ill. 


Instrument with a range of 0-500 microns 
No. 500 thermal gauge with 
treated elements. Features reported are 
coated filaments to prevent “off calibration” 
periods due to water, oil vapor or other con 


gained 


utilizes Televac 


taminating sensitivity 


through use of 


vapors. 
two filaments in both stand 
ard and variable tut gauge, 
and interchangeable without re 
calibration, and gauge is supplied with a 
Leeds & Northrup Micromax chart 
recorder calibrated in microns. 


és of the vacuum 


a 


gauges 


sirip 
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Laboratory Equipment 


Laboratory dust collector: \/ hp., 3450 r.p.m 
60 c. motor. Aget-Detroit Co., 602 First Na 
tional Bldg., Ann Arbor, Mich. 


Self-contained combination dust collector 
and bench designed for both wet and dry 
dust, lint, pumice, etc. usage in laboratories. 
Material is separated from the air stream 
before entering fan. Unit is said to have 
large dust storage capacity and to employ a 
self-shaking action on the bag type filter. 
Inspection of motor, fan, filter, etc. is re- 
ported as possible by lifting the top work- 
ing surface of the Lab-bench. 


Material Cart 


r 


handling cart: ¢ 


Meta! Prod- 





Mod No material 


nigh Lyon 





ucts, Inc., 


Material handling cart designed to facili- 
tale material and equipment 
in testing departments, etc. It has a desk 
which is 16 by 14 in. with a 
5 deg. slope. Also available is an extra cen- 
ter tray {not shown) 


movement of 


accessory 


Circuit Breaker 





” pc ¢ sit Dreakcer: 23 / C ‘inv 
59 ; ¢ - y 5\/4 - 19 2 / 4 r 

gh and Heinemann Circuit 

Breaker Co 63 Pium S+., Trenton, N. 

[nit which is reported as fully electro- 
nagnetic may be connected either front or 
rear. Said to have efficient blow-out action 
ind fast latch mechanism. Reported as in- 
stantaneous tripping at eight to 10 times 
ful! load current. Selection of any one of 
three time delays is reported possible. 
BUYING ELECTRICAL EQUIPMENT? 


McGraw-Hill’s Electrical Buyers Reference 
is a convenient place to look first for 
manufacturers’ product data, 
addresses. 


names and 
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Heater 


Electronic induction heaters: cap. 10 or more 
kw.: 220 or 440 v.: 3 phase:- Allis-Chalmers 
Mfg. Co., Mi'waukee, Wis 


Electronic induction heater for bra 
soldering. annealing, hardening and 
forge heating application is report: 
have low-loss coupling arrangement. 
is started by pushbutton starter, has 
determined automatic time controls for ea 
operation and automatic cut-off. Other 
features reported are current limiting 
cuit for protecting oscillator filament, thre: 
phase rectifier on larger sizes and caf 
devices for protection of operator and 


Rural Transformer 





tener ier : ee 
ype "SRO I1SC rural distributio ans 
fore sted | kva.. 420 volts, 60 cycles 
or get: a pa . on a ar 








neutra . s+ voltage ratinas . a 
470Y or 7620/13 200%. Standard Transformer 
Co 4 a O . 


Unit is designed for pole mountin; 
one piece hangar and built to meet 
and REA specifications. 
is wound op two-legged core. High an 
voltage porcelain bushings are said t 
coordinated with windings so that flast 
will occur externally rather than i: 
transformer. Grounding stud is weld 
tank and contains a solderless con! 
Cover can be removed to expose i! 
Protective devices can be furnished 


[ wo-section 
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Because of the basic importance of adequate 
wiring to the entire electrical industry, 
Anaconda is presenting messages like this 
in a wide list of national publications. 












Don’t handicap your 
electrified home of the 
future with wiring of the past... 





Automatic housekeeping! It’s a must for postwar 
homes. Refrigerator and electric range of course. 
Dishwasher—garbage disposer—washing machine— 
ironer. Exhaust fan—innumerable appliances. 


tion by inadequate electrical wiring. To run your 
equipment right—you must have proper wiring. 
What's the capacity of your electrical circuits? 
Will it make the grade with future additional equip- 
ment? 
Too often postwar electrical wiring plans based on 


ANACONDA WIRE & 


25 Broadway, New York City 4... 









past experience lack reserve capacity to meet the huge 
future increase in electrical demands. 

Manufacturers! This subject is as important in the 
factory as in the home. Industrial wiring plans too 
must anticipate future power loads out of all propor- 
tion to past formulas. 

Obviously unplanned wiring, expensive altera- 
tions, will be more costly than planned wiring. Now 
—while you’re in the blueprint stage—is the time to 
consult electrical contractor—utility power engineer. 


They too will advise: Wire Ahead! daze 


CABLE COMPANY 


Sales Offices in Principal Cities 
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The “Quick-Break” Principle 


a | » IT'S TYPICAL OF THE ADVANCED PRINCIPLES 
f USED IN ALLIS-CHALMERS 5/8% STEP REGULATORS 
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1 SLOW-BREAK action results when 2 QUICK-BREAK principle is building 3 MECHANISM is shown aboy 
energy is applied as it is generated. This up energy for sudden application. You with driving motor and gear rq 
is principle of tap-changing mechanisms __ get this quick-breaking action with Allis- moved. Drive springs snub th 
operated by direct drive. Chalmers tap-changing mechanism. mechanism to a quick stop. 
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4 COCKED by tension on left- y RELEASED by slight for- 6 MOVING CONTACT shows negligible wea 
hand driving spring, the mech- ward rotation of moving plate, after two million operations under normal conditions. 
anism stores energy for a quick the crank arm operatestap-chang- Long contact life results from fast separation, sturd 


change in tap positions, er switch and is snubbed to stop. design, and use of non-burning alloy. 





7 OTHER PRINCIPLES: 
> Allis-Chalmers %%% Step Regu- 
lators operate on the half-cycling 
principle, which provides closer 
regulation . . . results in fewer 
actual tap changes. 
> Feather-touch control, coupled 
with voltage integration, fits reg- 
ulator to handle wide range of 
load conditions. 
> Unit construction eliminates 78 
bolted connections in the 59 
Step Regulator. 

Write for Bulletin B605G6A, 
ALLIS-CHALMERS MFG. CO., 
MILWAUKEE 1, WIS. 
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